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Message Text 


UNCLASSIFIED 

PAGE 01 SAN SA 05532 062238Z 
73 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 OPIC-06 XMB-04 TRSY-06 /034 W 

018798 

R 062020Z DEC 76 

FM AMEMBASSY SAN SALVADOR 

TO USDOC WASHDC 

INFO SECSTATE WASHDC 2832 

UNCLAS SAN SALVADOR 5532 

PLS PASS INFO OPIC: FICIA; EXIMBANK 

E.O. 11652: N/A 
TAGS: BTIO, ES 

SUBJECT: SUBJECT: FOREIGN GOVERNMENT TENDER (PREQUALIFICATION TO 
SUPPLY ONE TURBINE ALTERNATOR UNIT) 

1.21 1/01/T-0041 
2. 120676 

3. J. BELL 

4. 211 EL SALVADOR 

5. N. 

6. REIHDAVRITE TO~ 

6B. — 

6C. ELC ELECTROCONSULT CONSULTING ENGINEERS 
VIA CHIABRERA 8, 20151 
MILANO, ITALY. 

CC: COMISION EJECUTIVA HIDROELECTRICA DEL RIO LEMPA 

9.-. CALLE PONIENTE 950 

SAN SALVADOR, EL SALVADOR, C.A. 

7 LICIT ACION NO CEL-51 1 
8.031577 

9. 28" 

10. 351111 13/19: THE GOES'S HYDROELECTRIC COMMISSION (CEL) 

INVITES INTERESTED MANUFACTURING AND DESIGN COMPANIES OF IBRD 
MEMBER COUNTRIES AND SWITZERLAND TO SEND PREQUALIFICATION 
INFORMATION TO QUALIFY TO BID ON THE DESIGN, MANUFACTURE AND 
DELIVERY OF ONE TUBINE ALTERNATOR UNIT, RATED ALTERNATIVELY 
25 MW, 30 MW, 35 MW, FED BY GEOTHERMAL STEAM AT 6 KG/CM2 ABS AND 
1.5KG/CM2 ABS COMPLETE WITH FLASHERS OF GEOTHERMAL HOT WATER FOR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SAN SA 05532 062238Z 

LOW PRESSURE STEAM PRODUCTION, DIRECT CONTACT CONSDENSER, 
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CIRCULATING WATER SYSTEM AND COOLING TOWER. APPLICANTS FOR 
PREQUALIFICATION MUST SUBMIT THE FOLLOWING INFORMATION: 

A) RECORD OF EXPERIENCE IN PERFORMING SIMILAR WORKS. 

B) BROCHURE STATEMENT OF FINANCIAL RESOURCES . QDESCRIPTION 
OF PLANT AND ORGANIZATION. D) BANKING REFERENCES. E) 

OTHER INFORMATION WHICH WIL AID INNUDGING THE CONTRACTOR S 
QUALIFICATIONS. 

11. TECHNICAL TENDER SPECIFICATIONS AND CONTRACT DOCUMENTS 
ARE EXPECTED TO BE READY FOR DELIVERY (FREE) TO QUALIFIED 
BIDDERS BY DECEMBER 15, 1976. THE COST OF THE TURBINE 

ALTERNATOR UNIT WILL BE JOINTLY FINANCED WITH A LOAN FROM 
INTERNATIONAL BANK FOR RECONSTRUCTION AND DEVELOPMENT (IBRD) 
AND THE GOES. AN ENGLISH COPY OF THE TENDER ANNOUNCEMENT WILL 
BE AIRMAILED TO USDOC ASAP. 

LOZANO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976SANSA05532 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760450-1260 
From: SAN SALVADOR 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 269/aaaachue. tel 

Line Count: 77 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: wolfsd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 MAY 2004 by hattaycs>; APPROVED <09 AUG 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SUBJECT: FOREIGN GOVERNMENT TENDER (PREQUALIFICATION TO SUPPLY ONE TURBINE ALTERNATOR UNIT) 
TAGS: BTIO, ES 
To: COM 
Type: TE 
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